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SECTION | INTRODUCTION

1. Scope

This manual lists repair parts and special tools required for performance of direct support and general support maintenance of the OA-3633/GRC and OA-3633A/GRC.


2. General

This Repair Parts and Special Tools List is divided into the following sections:


	a. Section II. Repair Parts List. A list of repair parts authorized for use in the performance of maintenance. The list also includes parts which must be removed for replacement of the authorized parts. Parts lists are composed of functional groups in ascending numerical sequence, with the parts in each group listed in figure and item number sequence.

	b. Section III. Special Tools List. Not applicable.




	c. Section IV. National Stock Number and Part Number Index. A list, in ascending National item identification number (NIIN, last 9 digits) sequence, of all National stock numbers appearing in the listings, followed by a list, in alphameric sequence, of all part numbers appearing in the listings. National stock number and part numbers are cross-referenced to each illustration figure and item number appearance.





3. Explanation of Columns

The following provides an explanation of columns found in the tabular listings:


	a. Illustration. This column is divided as follows:

	(1) Figure number. Indicates the figure number of the illustration in which the item is shown.

	(2) Item number. The number used to identify each item called out in the illustration.

	b. Source, Maintenance, and Recoverability Codes (SMR).

	(1) Source code. Source codes are assigned to support items to indicate the manner of acquiring support items for maintenance, repair, or overhaul of end items. Source codes are entered in the first and second positions of the Uniform SMR Code format as follows: Code Definition

	PA—lItem procured and stocked for anticipated or known usage.

	XD—A support item that is not stocked. When required, item will be procured through normal supply channels.



Cannibalization or salvage may be used as a source of supply for any items source coded above except those coded XA, XD, and aircraft support items as restricted by AR 700-42.


	(2) Maintenance code. Maintenance codes are assigned to indicate the levels of maintenance authorized to USE and REPAIR support items. The maintenance codes are entered in the third and fourth positions of the Uniform SMR Code format as follows:

	(a) The maintenance code entered in the third position will indicate the lowest maintenance level authorized to remove, replace, and use the support item. The maintenance code entered in the third position will indicate one of the following levels of maintenance:



Code Application/Explanation


	O—Support item is removed, replaced, used at the organizational level. me

	F—Support item is removed, replaced, used «- the direct support level.

	D—Support items that are removed, replaced, used at depot, mobile depot, specialized repair activity only.

	(b) The maintenance code entered in the fourth position indicates whether the item is to be repaired and identifies the lowest maintenance level with the capability to perform complete repair (i.e., all authorized maintenance functions). This position will contain one of the following maintenance codes:



Code Application/Explanation


	F—The lowest maintenance level capable of complete repair of the support item is the direct support level.

	D—tThe lowest maintenance level capable of complete repair of the support item is the depot level.

	Z—Nonreparable. No repair is authorized.

	(3) Recoverability code. Recoverability codes are assigned to support items to indicate the disposition action on unserviceable items. The recoverability code is entered in the fifth position of the Uniform SMR Code format as follows:



Recoverability

codes Definition


	Z—Nonreparable item. When unserviceable, condemn and dispose at the level indicated in position 3.

	F—Reparable item. When uneconomically reparable, condemn and dispose at the direct support level.

	D—Reparable item. When beyond lower level repair capability, return to depot. Condemnation and disposal not authorized below depot level.

	L—Reparable item. Repair, condemnation, and disposal not authorized below depot/specialized repair activity level.

	c. National Stock Number. Indicates the National stock number assigned to the item and will be used for requisitioning purposes.



d. Part Number. Indicates the primary number used by the manufacturer (individual, company, firm, corporation, or Government activity), which controls the design and characteristics of the item by means of its engineering drawings, specifications standards, and inspection requirements, to identify an item or range of items.




NOTE

When a stock numbered item is requisitioned, the repair part received may have a different part number than the part being replaced.


	e. Federal Supply Code for Manufacturer (FSCM). The FSCM is a 5-digit numeric code listed in SB 708-42 which is used to identify the manufacturer, distributor, or Government agency, etc.

	f. Description. Indicates the Federal item name and, if required, a minimum description to identify the item.

	g. Unit of Measure U/M). Indicates the standard of the basic quantity of the listed item as used in performing the actual maintenance function. This measure is expressed by a two-character alphabetical abbreviation (e.g., ea, in, pr, etc.). When the unit of measure differs from the unit of issue, the lowest unit of issue that will satisfy the required units of measure will be requisitioned.

	h. Quantity Incorporated in Unit. Indicates the quantity of the item used in the breakout shown on the illustration figure, which is prepared for a functional group, subfunctional group, or an assembly.




4. Special Information

a. Usable on codes are shown in the description column. Uncoded items are applicable to all models. Identification of the usable on codes used in this publication are:




	Code
	Used on




	5D3
	AM-2060A/GRC



	5D4
	AM-2060/GRC





b. The following publications pertain to the OA-3633/GRC and OA-3633A/GRC and their components:


	TM 11-5820-497-35P, Receiver-Transmitter, Radio RT-505/PRC-25

	TM 11-5820-498-12, Radio Sets AN/VRC-58, AN/VRC-64, AN/GRC-125, AN/GRC-160 and Amplifier-Power Supply Groups OA-3633/GRC and OA-3633A/GRC

	TM 11-5820-498-35, Radio Sets AN/VRC-53, AN/VRC-64, AN/GRC-125, AN/GRC-160 and Amplifier-Power Supply Groups OA-3633/GRC and OA-3633A/GRC



TM 11-5820-667-34P, Receiver-Transmitter AN/PRC-77 TM 11-5985-262-15, Antenna AS-1729/VRC



5. How to Locate Repair Parts


	a. When National stock number or part number is unknown.

	(1) First. Using the table of contents, determine the functional group within which the repair part belongs. This is necessary since illustrations are prepared for functional groups and listings are divided into the same groups.

	(2) Second. Find the illustration covering the functional group to which the repair part belongs.

	(3) Third. Identify the repair part on the illustration and note the illustration figure and item number of the repair part.

	(4) Fourth. Using the Repair Parts Listing, find the figure and item number noted on the illustration.

	b. When National stock number or part number is known.

	(1) First. Using the Index of National Stock Numbers and Part Numbers, find the pertinent National stock number or part number. This index is in ascending NIIN sequence followed by a list of part numbers in ascending alphameric sequence, cross-referenced to the illustration figure number and item number.

	(2) Second. After finding the figure and item number, locate the figure and item number in the repair parts list.





6. Abbreviations

Not applicable.

(Next printed page is 4)
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Figure 1. Amplifier-—Power Supply Group OA-3633/GRC or OA-3633A/GRC.
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NOTE: FOR COMPLETE REFERENCE DESIGNATION PREFIX WITH Al EL2EHOO2 Figure 2, Amplifier-Power Supply am_ 2060/GRC or AM-20604/ 6 # c
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EL2EHOO3

Figure 3. Amplifier-Power Supply amM-2060/GRC or AM-2060/GRC, Top View With Cover and Plug-in Removed.
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Figure 4. Amplifier-Power Supply AM-2060/GRC or AM-2060A/GRC, Front Panel.
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( Figure 5. Connector Assembly AlAl

SECTION II TM 11-5820~-498-34P

[image: Figure, page 20]

Figure 6. Cover Assembly (A1A2).
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Figure 7. Housing Assembly (A1A3).

[image: Figure, page 24]

Figure 8. Housing Assembly (A1A3), Mounting Clamp.
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NOTE: FOR COMPLETE REFERENCE DESIGNATION PREFIX WITH AIA4 EL2EHOOS

Figure 9. Module Assembly (A1A4).
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Figure 10. Terminal Board Assembly (A1A4A1).
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LATEST NATIONAL STOCK NUMBER ASSIGNMENT



LATEST PART NUMBER ASSIGNMENT

FIG. ITEM PART NUMBER FSCM NO. NO. 1N4720 00331 C3 4



ARRTLONAL LATEST NATIONAL STOCK NUMBER ASSIGNMENT

FIGURE ITEM STOCK "NUMBER NO. NO. 5961-00-904-2039 5 4

Change | 25/(26 Blank)

By Order of the Secretary of the Army:

FRED C. WEYAND General, United States Army

Official: Chief of Staff PAUL T. SMITH Major General, United States Army The Adjutant General
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SOMETHING WRONG wm nis wanvarz

THEN. . .JOT DOWN THE DOPE ABOUT IT ON THIS FORM, TEAR IT OUT, FOLD IT AND DROP IT IN THE MAIL!

FROM: (YOUR UNIT'S COMPLETE ADDRESS)

Commander

Stateside ary Depot ATTN: AMSTA-US

Stateside, N.J. 07703

OATE 10 July 1975

OATE TITLE














	
	23 Jan 74
	Set AN/BMe-76

Radar
	



	
	
	IN THIS SPACE TELL WHAT IS WRONG

b)

AND WHAT SHOULD BE DONE ABOUT IT:



	
	
	
	
	Recommend that the

procedure be changed throu

antenna lag rather than 1°.
	installation antenna alignment
	specify a 2° IFF
	




	
	
	
	REASON:
	Experience

has

the antenna servo

sy

gusting in excess

o

rapidly accelerate

Strain to the drive train.

adjusting the lag to 2° without
	shown that with only a 1° lag,

is too sensitive to wind

knots,

celerate
	and has a tendency to

as it hunts,

causing

Hunting is minimized by

degradation of operatio
	



	
	
	
	Item 5, Func

REASON:

FAULT
	column.

justment

indica

calls

ment to light the TRANS
	Change "2 db"to "3qp."

procedure

for a 3 db (500 watts) adjust

POWER

FAULT
	for the TRANS POWER

indicator.
	



	
	
	
	Ad

i

REASON:
	step f.1 to read,

1, above."

To replace the cover
	"Replace

cover

plate.
	plate removed
	



	
	
	
	Zone C 3.

REASON:

supply.
	On Jl-2,

This
	change

"+24 vpc to "+5 vnc."

is the output line of the 5 VDC power.

+ 24 VDC is the input voltage.
	
	





SSG I. M. DeSpiritof 999-1776

| FORM P.S.--IF YOUR OUTFIT WANTS TO KNOW ABOUT YOUR MANUAL °F \DA tues 2028 2 (TEST) A CARBON COPY OF THIS AND GIVE IT








	FILL (6M YOUR

UNIT'S ADORESS

\/
	FOLO BACK



	DEPARTMENT OF THE ARMY
	




	OPPICIAL BUSINESS
	





Commander US Army Communications-Electronics Command ATTN: DRSEL-ME-MQ Fort Monmouth, NJ 07703

:

@

@| a




RECOMMENDED CHANGES TO EQUIPMENT TECHNICAL PUBLICATIONS
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SOMETHING WROMG wits tas eusication?

THEN. . JOT DOW'N THE DOPE ABOUT IT ON THIS FORM, CAREFULLY TEAR IT OUT, FOLD IT AND DROP IT IN THE MAIL'

FROM: (PRINT YOUR UNIT'S COMPLETE ADORESS)

TM 11-5820-498-34P 2 Sep 76 Radio Sets

PUBLICATION NUMBER PUBLICATION DATE PUBLICATION TITLE

DAs. 2028-2 PREVIOUS EDITIONS P.S.—-IF YOUR OUTFIT WANTS TO KNOW ABOUT YOUR ARE OBSOLETE. RECOMMENDATION MAKE A CARBON COPY OF THIS ANO GIVE IT TO YOUR

[image: Figure, page 37]

FILL I YOUR UNIT'S ADORESS

DEPARTMENT OF THE ARMY

OPFICIAL BUGINESS

Commander US Army Communications-Electronics Command ATTN: DRSEL-ME-MQ Fort Monmouth, NJ 07703 a de
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About this edition

TM 11-5820-498-34P — TM 11-5820-498-34P — Direct support and general support maintenance repair parts and special tools list (including depot maintenance repair parts and special tools) for radio sets AN/VRC-53, AN/VRC-64

Public domain (U.S. Government work)

Public domain (U.S. Government work). Mirrored by T.REX ARMS.

Source: https://archive.org/details/Tm11-5820-498-34p
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to make the world’s books discoverable online.

It has survived long enough for the copyright to expire and the book to enter the public domain. A public domain book is one that was never subject
to copyright or whose legal copyright term has expired. Whether a book is in the public domain may vary country to country. Public domain books
are our gateways to the past, representing a wealth of history, culture and knowledge that’s often difficult to discover.

Marks, notations and other marginalia present in the original volume will appear in this file - a reminder of this book’s long journey from the
publisher to a library and finally to you.

Usage guidelines

Google is proud to partner with libraries to digitize public domain materials and make them widely accessible. Public domain books belong to the
public and we are merely their custodians. Nevertheless, this work is expensive, so in order to keep providing this resource, we have taken steps to
prevent abuse by commercial parties, including placing technical restrictions on automated querying.

‘We also ask that you:

+ Make non-commercial use of the files We designed Google Book Search for use by individuals, and we request that you use these files for
personal, non-commercial purposes.

+ Refrain from automated querying Do not send automated queries of any sort to Google’s system: If you are conducting research on machine
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+ Maintain attribution The Google “watermark™ you see on each file is essential for informing people about this project and helping them find
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countries. Whether a book is still in copyright varies from country to country, and we can’t offer guidance on whether any specific use of
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anywhere in the world. Copyright infringement liability can be quite severe.
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